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Elektronenemission, Elektronenbewegung und Hochfrequenztechnik. 
Part II, Edited by G. Gousau and J. Zennzcx. Naturforschung 
und Medizin in Deutschland, 1939-1946 (FIAT Review of German 
Science), Vol. 16. [Pp. 202, with 135 figures.) (Weinheim/Berg- 
strasso: Verlag Chemie, G.m.b.H., 1953, DM.18.-.) 


‘Tne Fiat Review of German Science was originally published in 1947-48 by 
the technical agencies of the allied military government in order to make 
accessible the results of research done in Germany during the war 1939-46. 
Now the above volume has been republished expressly for sale in Germany, 
It covers, in separate articles by 21 expert authors, the following subjects : 
Amplification. Shot effect in valves and limits of amplification, Non- 
radiating electromagnetic systems.—Antenne. Circuit theory, including 
networks, filters and cavity systems. Propagation of electromagnetic waves 
along the earth’s surface and through the ionosphere. Direction finding. 
Television. H.F. measuring technique, including test transmitters, absolute 
measurements, H.F. spectrometry, impedances, ce emery field measure- 
ments and material constants. There is a detailed index. 

Some of the short articles are more or leas catalogues of literature, others 
are very readable reviews on the particular subject. Since the first edition 
(1948) much of the information discussed has been absorbed by the relevant 
textbook or review literature. There is apparently no change at all between 
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the first and second edition of this volume. However, the Fiat Reviews seem 
to satisfy a need to provide some substitute for numerous copies of original 
German literature which suffered destruction during the war. 

O, KiEMPERER. 


